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PAGE 01 ROME 15597 281552Z 

53 

ACTION OC-05 

INEO OCT-OI CCO-00 ISO-00 SY-05 /OlIW 

032176 

R28I532Z OCT 75 
EM AMEMBASSY ROME 
TO SECSTATE WASHDC 3853 
INEO AMEMBASSY BONN 

CONEIDENTIAL ROME 15597 

DEPT FOR OC/PE ALSO PASS OIC NSU (SEABEES) 

BONN EOR RCO 

E.O. 11652: XGDS-2 
TAGS: ACOM, ASEC 

SUBJECT: SHIELDED ENCLOSURE AIR CONDITIONING RETROEIT, 
SEABEE PROGRESS REPORT AMEMBASSY ROME 

1 . A/C SYSTEM IS 100 PER CENT COMPLETE AND IS ON LINE. 

EXTRA AIR HANDLER INSTALLED. REMAINING ITEMS TO BE COM- 
PLETED ARE INSTALLATION OE EXHAUST EAN, REMOVAL OF OLD 
A/C SYSTEM. 

2. TOOLS EOR REMOVAL OE TCU VAULT DOOR HAVE BEEN OR- 
DERED EROM OIC, RTC ERANKEURT. TOOLS HAVE BEEN POUCHED 
BUT NO DEPARTURE DATE WAS GIVEN. VOLPE 
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